Message 


From: Pontes, Rebecca (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=REBECCA. PONTES] 

Sent: 3/8/2011 5:12:17 PM 

To: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James.Hanchett] 


I told the ada that lab equipment “inspections” are usually denied and need to go through to our superiors in boston for 
any approval and they are always denied. I told her I would forward this to you. (for shits and giggles) 

Rebecca Pontes 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant St. 

Amherst, MA 01003 
413-545-2607 lab 



From: Doran, Melissa (WES) 

Sent: Tuesday, March 08, 2011 12:04 PM 

To: Pont es, Rebecca (DPH) _ 

Subject: 

Hi Rebecca, 

The defense attorneys have filed discovery motions in these cases requesting your case file and also copies of any 
written protocols or standards that you are required to follow. One of them has also requested that the lab equipment be 
"made available" for inspection. I know you can provide the case file, are there any written protocols etc? What do you 
think about the defense being able to come to the lab (which I doubt would actually happen)? 

Thanks, 

Melissa 

Melissa G. Doran 

Assistant District Attorney 

Hampden County District Attorney's Office 

50 State Street 

Springfield, MA 01102 

(413) 747-1044 
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